iia.“ The Morning Call (Allentown, Pennsylvania) - 30 Jul 2008, Wed: Page 31 
ancestry: 
4 ki Downloaded on Jan 24, 2022 


Willow V. Balmat 


Willow V. Balmat, 19, of 
Bethlehem, died Monday, 
July 28, 2008, at St. Luke’s 
Hospital, Fountain Hill. 
Born in Allentown on Sep- 
tember 3, 1988, Willow was 
the daughter of Peter C. 
and Victoria B. (Howden) 
Balmat of Schnecksville. 

Survivors: Parents; sis- 
ter, Jasmine D. Balmat of 
New York City; brother, 
Nigel A. Balmat of 
Schnecksville; fiancee, 
Cordero S. Labella, with 
whom she resided. 

Services: Private. No 
calling hours. The Hein- 
tzelman Funeral Home, 
Inc., Schnecksville, is in 
charge of arrangements. 


Please sign Guest Book on mcall.- 
com/obits 
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